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Dart Aerospace Ltd. 


Additional 
Product 


Written 
By 


Checked & Approved 
By 


Comment 
: Est 


Customer 


Job Number 


Estimate 
Number 


P.O. Number 


This Issue 


Prsht Rev. 


First Issue 


Previous 
Run 


Job Number: 


Seq.#: 


1.0 


: CU-DAR001 Dart Helicopters Services 
: 36348 
: 11277 
: rJJA 
: 14/12/2007 
S.O. No. 
:~ \A 


: NACI! 
: ,'IIf\ 
Type 
: MACHINED PARTS 
: ~)A- 


New issue KJ/EC 


11111111111111111111111111111111111 


Machine Or Operation: 


MDELRINR12500 


II11I11111111111111111111 


Drawing Name 


Part Number 


Drawing Number 


Project 
Number 


Drawing Revision 


Material 


Due Date 


Description 
: 


DELRIN ROUNDBAR 1.25" 


: WASHER 


: D34171 
: D3417 REVC 


: N/A 
'C 
; rJIA 
: 14/12/2007 
Qty: 


111111111111111 


20 
Um: 
Each 


Comment: 
Qty.: 
0.0218 f(s)/Unit 
Total: 
0.4368 f(s) 


Material: Delrin Round Bar 01.250 


(M-DELRIN-R1.250) 


Batch:#/~'I!fR' 


Identify for D3417-1 


2.0 
HARDINGE 


I111111111111111111111111 


Comment: 
HARDINGE CNC LATHE SMALL 


Turn as per Folio FA594 Rev: L & Dwg D 


3.0 
BAND SAW 
BA 


4.0 


1111111111111111111111111 


Comment: 
INSPECT PARTS AS THEY COME OFF MACHINE 
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aC8 
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Comment: 
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Approval 
Chief Eng I 
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PAR #: 
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_ 


NCR: 
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Date: QJ1/~ 


QA: NIC Closed: __ 
Date: 
_ 
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.0 
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0>+y t-\ P v.w- -\-s 
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Chief Eng 
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Action Description 
Chief Eng 
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114<--L . 
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Date 
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Approval 
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Linda Lacelle 


Customer: CU-OAR001 Dart Helicopters Services 


Job Number: 36348 


Process Sheet 


Drawing Name:WASHER 


Part Number:034171 


Job Number: 
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Seq.#: 
MachineOr Operation: 
Description: 
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PACKAGING1 
PACKAGINGRESOURCE#1 


1111111111111111111111111 
II111I1111111111111111111 
Comment: PACKAGING 
RESOURCE #1 


IdentifyandStock 


Location:_ 
Sr}- 7 I 


70 
QC21 
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Fault Category: 
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NCR: Yes No 
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Date: 
_ 


NOTE: Date & initial all entries 


NCR: 
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DESIGN 
DRAWN BY 
DART AEROSPACE 
USA, INC. 
PH 
PH 
PORT HADLOCK, WA 


CHECKED 
DRAWING NO. 
REV. C 
D3417 
SHEET 1 OF 
1 


DATE 
TITLE 
SCALE 


05.06.30 
WASHER 
1:1 


A 
05.03.31 
NEW ISSUE 


B 
05.06.10 
CHANGE TO ROUND WASHER 


C 
05.06.30 
REMOVE C'BORE, WIDEN 
RELEASED 
c---~'_.-...~'~".,_.-: 
lo~"11J'f 
<' 
"'=.,.,,,...,........."~ ••.••_~-~- 


(,l) 1125+0.030 
. 
-0.000 


rl.0 265+0.005 
YJ. 
-0.000 


-- 
0.409 
& 


& 
- 
1--0.320 


03417-1 WASHER 


rl.0 640+0.005 
YJ. 
-0.000 
-R1.87 
- 
-- 
0.346 
& 


0341Z-J 
WASHER 


- 
0.260 
& 


D3417-1/-3 
WASHER 
1) 
MATERIAL: 
DELRIN 
(REF. 
DART SPEC. 
M-DELRIN-R1.250) 
2) 
FINISH: 
NONE 
3) 
BREAK ALL 
SHARP 
EDGES 0.005 
TO 0.010 
4) 
TOLERANCES ARE PER 
DART OSI 018 
UNLESS 
OTHERWISE NOTED 
5) 
ALL 
DIMENS'IONS ARE 
IN 
INCHES 


Copyright @ 2005 
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OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITIEN PERMISSION FROM DART AEROSPACE USA. INC. 
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